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Site Speed Page Timings 

ALL » PAGE:/home 

All Sessions 
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^ Explorer 

Site Usage 


Aug 18, 2014-Sep 17, 2014 


Avg. Page Load Time (sec) 

20 




Page 

Pageviews | ^ ] 

Avg. Page Load Time (sec)| ▼] (compared to site average) 



2,564 

5.55 



% of Total: 2.35% (108,938) 

Site Avg: 4.55 (22.03%) 
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